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ORGANIZATIONAL MAINTENANCE REPAIR PARTS AND SPECIAL TOOLS LIST 


Section 1. INTRODUCTION 


1. Scope. 


This manual lists the repair parts, special tools, and 
maintenance supplies required for the performance of 
organizational maintenance of the Engine, Aircraft, 
Reciprocating, 0-480-1, 0-480-1A, 0-480-1B, 0-480-3, 
and 0-480-3A (Lycoming). 


2. General. 


This Repair Parts and Special Tools List is divided 
into the following sections: 


a. Repair Parts Section Il. А list of repair parts 
authorized for the performance of maintenance at the 
organizational level in figure and item number 
sequence. This section is arranged by functional 
group, usually in disassembly order, and indented when 
required to indicate the relationship to the next higher 
assembly. Items appearing more than once in an 
assembly will be repeated to show relationship to the 
functional group illustration. The illustrations in this 
section will appear immediately preceding each figure of 
text. Installations which are not assigned source codes 
and maintenance levels appear for informational 
purposes only and are not to be requisitioned. The 
individual components required to support these 
installations are illustrated and listed with applicable 
source codes and maintenance levels. 


b. Special Tools Section lll. A list of special tools, 
authorized for the performance of maintenance at the 
organizational level in figure and item number 
sequence. The illustrations in this section will appear 
immediately following the text portion of each part. 


c. Federal Stock Number and Reference Number 
Index Section IV. А list of federal stock numbers in 
ascending numerical sequence, followed by a list of 
reference numbers іп ascending  alphamerical 
sequence, cross-referenced to the illustration figure and 
item number. 


3. Explanation of Columns. 
The following provides an explanation of columns in 
the tabular lists in sections Il and lll. 


a. Source, Maintenance, and Несоуега Шу Codes 
(SMR), Column 1. 


(1) Source Code. Indicates the selection 
status and source for the listed item. Source codes are: 


Code Explanation 

P Repair parts, special tools and test equipment 
supplied from the GSA/DSA or Army supply 
system and authorized for use at indicated 
maintenance categories. 

P2 Repair Parts, special tools and test equipment 
which are procured and stocked for insurance 
purposes because the combat or military 
essentiality of the end item dictates that a 
minimum quantity be available in the supply 
system. 

P9 Assigned to items which are NSA design 

controlled: unique repair parts, special tools, 

test, measuring, and diagnostic equipment 
which are stocked and supplied by the Army 

COMSEC Logistic System and which are not 

subject to the provisions of AR 38041. 

Assigned to items which are NSA design 

controlled: special tools, test, measuring, and 

diagnostic equipment for COMSEC support 
which are accountable under the provisions of 

AR 380-41 and which are stocked and 

supplied by the Army COMSEC Logistic 

System. 

M Repair parts, special tools and test equipment 
which are not procured or stocked as such in 
the supply system but are to be manufactured 
at indicated maintenance levels. 

A Assemblies which are not procured or stocked 
as such but are made up of two or more units. 
Such component units carry individual stock 
numbers and descriptions, are procured and 
stocked separately, and can be assembled to 
form the required assembly at indicated 
maintenance categories. 


P10 


Code Explanation 

X Parts and assemblies that are not procured or 
stocked because the failure rate is normally 
below that of the applicable end item or 
component. The failure of such part or 
assembly should result in retirement of the 
end item from the supply system. 

x1 Repair parts which are not procured or 
stocked. The requirement for such items will 
be filled by the next higher assembly or 
component. 

X2 Repair parts, special tools and test equipment 
which are not stocked and have no foreseen 


mortality. The indicated maintenance 
category requiring such repair parts will 
attempt to obtain the parts through 


cannibalization or salvage. The item may be 
requisitioned, with exception data; from the 
end item manager for immediate use. 

G Major assemblies that are procured with 
PEMA funds for initial issue only as exchange 
assemblies at DS and GS level. These 
assemblies will not be stocked above DS and 
GS level or returned to depot supply level. 


NOTE: Cannibalization or salvage may be used as a 
source of supply for any items source coded above 
except those coded X or Х1 and aircraft support items 
as restricted by AR 700-42. 


(2) Maintenance Code. Indicates the lowest 
category of maintenance authorized to install the repair 
part and/or use the special tool or test equipment for 
each application. Capabilities of higher maintenance 
categories are considered equal or better. Maintenance 
codes are: 


Code Explanation 
C Crew/operator. 
O Organizational maintenance. 


(3)  Recoverability Code. Indicates whether 
unserviceable items should be returned for recovery or 
salvage. ltems not coded are nonrecoverable. 
Recoverability codes are: 


Explanation 
Repair parts (assemblies and components), 
special tools and test equipment which are 
considered economically reparable at direct 
and general support maintenance levels. 
When the item is no longer economically 


Code 
R 
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Code Explanation 
reparable, it is normally disposed of at the GS 
level. When supply considerations dictate, 
some of these repair parts may be listed for 
automatic return to supply for depol level 
repair as set forth in AR 710-50. When so 
listed, they will be replaced by supply on an 
exchange basis. 

5 Repair parts, special tools апа test equipment, 
and assemblies which are economically 
reparable at DS and GS activities and which 
normally are furnished by supply on an 
exchange basis. When items are determined 
by a GSU to be uneconomically reparable, 


they will be evacuated to a depot for 
evaluation and analysis before final 
disposition. 

T High dollar value recoverable repair parts, 


special tools and test equipment which are 
subject to special handling and are issued on 
an exchange basis. Such items will be 
repaired or overhauled at depot maintenance 


activities only. No repair may be 
accomplished at lower levels. 

U Repair parts, special tools and test equipment 
specifically selected for salvage by 


reclamation units because of precious metal 
content, critical materials, high dollar value, or 
usable casings or castings. 


b. Federal Stock Number, Column 2. Indicates the 
federal stock number assign to the item and will be used 
for requisitioning purposes. 

c. Description, Column 3. Indicates the federal 
item name and any additional description of the item 
required. There are two subcolumns for column 3, 
which reflect the reference number and usable on code 
data: 


(1) The part number or other reference 
number followed by the applicable five-digit federal 
supply code for manufacturer (FSCM), will appear in the 
subcolumn located to the extreme left of the description 
column. FSCM's are listed and defined in SB 708-42. 


(2) The usable on code data applicable to this 
equipment will appear in the subcolumn to the extreme 
right of the description column (para 4b). 

d. Unit of Measure (U/M), Column 4. A two- 
character alphabetical abbreviation indicating the 
amount or quantity of the item upon which the 
allowances are based (e.g., Ft, EA, PR). 


e Quantity Incorporated in Unit, Column 5. 
Indicates quantities required for one assembly only, 
including instances when similar assemblies are broken 
down together. A "V" appearing in this column in lieu of 
a quantity indicates that a definite quantity cannot be 
indicated (e.g., shims, spacers). When parts are shown 
as attaching two or more items, the quantities of these 
parts are those necessary to attach only one of the 
items. 

f. Fifteen-Dav Organizational 
Allowances, Column 6 of Sections II and Ill. 


(1) The allowance column is divided into four 
subcolumns. Indicated in each subcolumn is the total 
quantitv of items authorized for the number of 
equipments supported. Subsequent appearances of the 
same item will have the letters 'REF' in the allowance 
columns. Items identified with an asterisk * in this 
column will be requisitioned on an "as required" basis 
until stockage is justified based on demand in 
accordance with AR 710-2. 


(2) Major Armv commanders are authorized 
to approve reductions in the range of support items 
authorized for use in units within their commands. 
Recommendations for increase in range of items 
authorized for use will be forwarded to Commanding 
General, U.S. Army Aviation Systems Command 
(AVSCOM), P.O. Box 209, St. Louis, MO 63166. 


(3) Organizational units providing 
maintenance for more than 100 of these equipments 
shall determine the total quantity of parts required by 
converting the equipment quantity to a decimal factor by 
placing a decimal point before the next to the last digit 
of the number to indicate hundredths, and multiplying 
the decimal factor by the parts quantity authorized in the 
51-100 allowance column. Example:  authorized 
allowance for 51-100 equipments is 40; for 150 
equipments multiply 40 by 1.50 or 60 parts required. 


g. Illustration, Column 7. This column is divided as 
follows: 


Maintenance 


(1) Figure Number, Subcolumn 7a. Indicates 
the figure number of the illustration on which the item is 
shown. An alpha designator in this column indicates a 
specific functional group as follows: 


KITS Functional Group 50. 
BULK Functional Group 60. 
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MSUP Functional Group 70. 


(2) Пет Number, Subcolumn 7b. Indicates 
the callout number used to reference the item on the 
illustration. 


4. Special Information. 
a. Description, Column 3 


(1) Oversize and undersize parts, such as 
studs, bushings, etc., are listed immediately after the 
standard size part and in the same indent. The degree 
of oversize or undersize is stated in the description. 
These parts are not index numbered, nor is a required 
quantity shown. 


(2) When an item has been replaced, issue 
will continue to be made until existing stocks become 
exhausted except in the case when replacement is 
limited to one-way use. To insure complete exhaustion 
of stock on hand and if it is acceptable to use a replaced 
item, the replaced item should be requisitioned. To 
denote one or two-way replacement, mnemonic codes 
will be used in the description as follows: The replaced 
item(s) will always contain the mnemonic code RPL-BY. 
The replacing item, if it is a two-way replacement, will 
contain the mnemonic code RPLS. |f it is a one-way 
replacement, no code will be used. Additional 
mnemonic codes| (para 8), are used to reflect the status 
and relationship of items similar or related items used in 
the end article (e.g., OBS-BY, ASSYFR, OBS-AFT- 
CMPL-W). 


(3) When details of an assembly are shown 
on another text page, the description of that assembly is 
followed by a notation stating where these details can be 
located. Example: "391624-20, Carburetor Assembly. 
Sed figure 24]for breakdown." The parts that make up 
the carburetor assembly will be found in the text listing 
for|figure 24 


(4) The basis of issue for authorized special 
tools, test, and support equipment is the number of end 
items of equipment supported. 


b. Usable on Code, Column 3. This column will 
contain the basic designator and provides for a 
maximum of seven series (models) applications. The 
subcolumns will contain the series (model) number 
opposite the first line of nomenclature of each item 
listed to indicate the usable application(s) of that item. 


NOTE: А numerical system is used to reflect specific 

engine(s) application for each item in the engine repair 

parts and repair kits functional groups of section II, and 

special tools part of section Ill. Cross-reference of 

numerical system to specific engine application is as 

follows: 

1-Denotes 0-480-1 engine, used on U-8D, RU-8D, U- 
8G. 

2-Denotes 0-480-1A engine, used on U-8D, RU-8D, U- 
8G. 

3-Denotes 0-480-1B engine, used on U-8D, RU-8D, U- 
8G. 

4-Denotes 0-480-3 engine, used on U-8F. 

5 -Denotes 0-480-3A engine, used on U-8F. 

When an item has limited effectivity within a model, the 

limitation will be indicated by an entry following the item 

description or footnote reference (e.g., Code A, Code 

B). 


c. Explanation of Terminology. Matched 
Components, Do Not Stock Separately. Used to 
indicate the items constituting a matched set which must 
be issued and installed as a set and must not be broken 
down into components when issued or installed. 

d. Directional References. Left and right directions 
are determined by standing at the rear of the aircraft 
and looking forward. 

e. The lllustrations in This Manual are Identical to 
Those Published in the -34P. The -34P illustrations are 
giver. for a better understanding of the parts 
relationship; however, only those parts assigned 
maintenance codes "C" or "O" are listed in the tabular 
portion and only those parts are authorized for 
requisitioning from this manual. Illustrations which do 
not contain maintenance significant parts for 
organizational maintenance will not appear in this 
manual. Text page and illustration of the preceding 
figure will have the phrase "Figure xx not applicable. 

f. Action Change Codes Indicated in the Left-Hand 
Margin of the Listing Page Denote the Following: 

N - Indicates an added item. 
C - Indicates a change in data. 
Е - Indicates a change in FSN only. 

g. Illustrations and Components for Items Source 
Coded "M" are located in TM  55-1510-201-20 
Maintenance Manual. 

h. Parts which require manufacture or assembly at 
a category higher than that authorized for installation will 
indicate in the source column the higher category (e.g., 
"МЕ," "AF", "MH"). 
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i. Repair parts and assemblies not assigned a 
recoverability code shall be considered nonrecoverable, 
however, repairs may be accomplished on such items to 
the extent that maintenance instructions and parts are 
available to the maintenance category authorized to 
remove, repair, and replace the item. 

j The Following Publications Pertain to This 
Equipment and its Components: 

TB 55-1500-307-25 Aircraft Components Requiring 


Maintenance and Historical 
Data 

TM 55-1500-204-25/1 General Aircraft Maintenance 
Manual 


TM 55-1500-315-15 Army Aviation Maintenance En- 
gineering Manual: Aircraft En- 
gines 
Maintenance of Department of 
the Army Aircraft: Aircraft 
Maintenance Tools 
Maintenance of Department of 
the Army Aircraft Shop Prac- 
tices 
Operator's Manual: 
Models U-SD and U-SF 
Organizational Maintenance 
Manual: Army Models U-8Dand 
U-8F Aircraft (Beech) 
Organizational Maintenance 
Repair Parts and Special Tools 
List 
Army Aviation Maintenance En- 
gineering Manual: Aircraft En- 
gines 
Army Aviation Maintenance En- 
gineering Manual: Aircraft 
Maintenance Tools 
Army Aviation Maintenance En- 
gineering Manual: Shop Prac- 
tices 
5. How to Locate Repair Parts. 

a. When Federal Stock Number or Heference 
Number is Unknown: 


(1) First. Using the table of contents, 
determine the assembly group; i.e., engine assembly, 
etc., within which the repair part belongs. This is 
necessary since illustrations are prepared for the 
assembly groups and listings are divided into the same 
groups. 


TM 55-1500-316-15 


TM 55-1500-317-15 


TM 55-1510-201-10 Army 


TM 55-1510-201-20 
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TM 55-405-5 


TM 55-405-6 


TM 55-406-7 


(2) Second. Find the illustration covering the 
assembly group to which the repair part belongs. 


(3) Third. Identify the repair рай оп the 
illustration and note the illustration figure and item 
number of the repair part. 


(4) Fourth. Using the Repair Parts Listing, 
find the assembly group to which the repair part belongs 
and locate the illustration figure and item number noted 
on the illustration. 


b. When Federal Stock Number or Reference 
Number is Known: 


(1) First. Using the Index of Federal Stock 
Numbers and Reference Numbers, find the pertinent 
federal stock number or reference number. This index 
is in ascending federal stock number sequence followed 
Бу a list of reference numbers in ascending 
alphamerical sequence, cross-referenced to the 
illustration figure number and item number. 


(2) Second. Using the Repair Parts Listing, 
find the assembly group of the repair part and illustration 
figure number and item number referenced in the Index 
of Federal Stock Numbers and Reference Numbers. 


6. Abbreviations (Mnemonic Codes). 
The following abbreviations and mnemonic codes are 
used: 


Nine Air Force-Navy 

ANPT .................... Aeronautical national taper pipe 
thread 

APPLTO ................ Applicable to 

ASBES rene Asbestos 

ASSYFR ................ Assemble from 

PV teer unt Twenty-five 

AWG... American wire gage 

ВЕ e. ола бит A Bale 

BR LAGE RU Bar 

BRKDWN............... Breakdown 

ENEE Bottle 

ВТО: British thermal unit(s) 

Dy Box 

co Cubic centimeter(s) 

СЕМ....................... Сибіс feet рег minute 

ОРЗ и аи та Cubic feet per second 

CHNL ..................... Channel 

(0 sania Cubic inch 

CN... Can 

CNSWTH............... Consolidated with 

GO ken Consists of (component of) 

COP. Copper 

E SE Candle power 

CRÉES Corrosion resistant steel 

СВК а Согк 

ОМ Re Continuous wave(s) 

DR... Drum 

Ee Each 

FIG ien Figure 

FMC Federal manufacturer's code 

Ee eee ree Foot 

EE Gallon 

ab Re A д Gallons per hour 

Bee Hundred 

INE aka a Inch 

NS I ete Insulation 
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INTRCH ................. Interchangeable with 
KG cocer ees Kilocycle(s) 
КОСА .................... Kits and quick change assemblies 
Коа Kit 
KW ......................... Kilowatt(s) 
RE Pound 
ШЫ EE Fifty 
MAKEFR................ Make from 
MASTER................ Master item 
MIN: saa a pam Minimum 
MSUP .................... Maintenance supplies 
MWO..................... Modification work order 
NAS ¿Su enn tn National aircraft standard 
Te American national coarse thread 
JEE ла јава American national extra fine thread 
МЕА American national fine thread 
NHA....................... Next higher assembly 
Nee American national special thread 
Ee Over-all 
OBS-AFT- 
CMPL-W................ Obsolete after compliance with 
OBS-BY................. Obsoleted by 
OBSLTS ................ Obsoletes 
Вы a ħħ Piece 
РОСИ a АИ Раскаде 
РОВМ.................... Plus or minus 
PRFITM ................. Preferred item 
QUIL est euer es Quilt 
RBR....................... Rubber 
ВЕМ/КТО............... Rework to 
RMKS.................... Remarks 
RPL-BY.................. Replaced by 
RPLBLE ................. Replaceable item 
RPES ia Replaces 
e SE Get 
SEG Ee Section 
SE ee enirn Square foot 
See Sheet 
Sl soc us. Square inch 
ЗЕ dott deeem: Spool 
SLEDI A Ze Solid 
ЗМ СМС Sleeve 
SPEC esses Specification(s) 
STR res Strip 
SUB-IS................... Substitute is 
SUBFOR................ Substitute for 
SX GA ENE. Stick 
ТСТМ..................... Time compliance technical manual 
TERM.................... Terminal 
TRNSTO................ Transfer to 
RE Tube 
ТУРОЗС................ Туре designation 
Oran Used on 
USBL ЕБЕ.............. Usable effectivity 
USE-AFT- 
CMPL-W ................ Use after compliance with 
INN Q e Used with 
NEE Wide, width 
WA ith 
WHEN-EXHTD- 
RQTN-NHA............ When exhausted requisition next 


higher assembly 
W/O....................... Without 


7. Recommendations for Maintenance Publications 
Improvements. 


You can improve this manual by calling attention to 
errors and by recommending improvements, using DA 


By Order of the Secretary of the Army: 


Official: 
VERNE L. BOWERS 


Major General, United States Army 
The Aqjutant General 


DISTRIBUTION: 
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Form 2028 (Recommended Changes to Publications) ог 
by a letter, and mailing directly to Commanding 
General, 0.5. Army Aviation Systems Command, 
ATTN: AMSAV-MLR, P.O. Box 209, St. Louis, MO 
63166. 


BRUCE PALMER, JR. 
General, United States Army 
Acting Chief of Staff 


To be distributed in accordance with DA Form 12-31 (qty rqr block no. 22) Organizational Maintenance requirements 


for U-8 aircraft. 
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Figure 10. Aircraft Reciprocating Engine 
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SECTION Il 
(2) 
FEDERAL 


STOCK 
NUMBER 


SECTION II 


REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 03 


(3) 
USABLE 
ON 
DESCRIPTION CODE 


POWER PLANTS 
AIRCRAFT RECIPROCATING ENGINE... 
.PRIMING SYSTEM SEE FIG 
11 FOR BREAKDOWN 
.INTERCYLINDER BAFFLES 
INSTALLATION SEE 
TM55-1510-201-34P FOR 
BREAKDOWN 
.OIL SUMP ASSEMBLY SEE 
FIG.12 FOR BREAKDOWN 
.SUPERCHARGER AND IMPELLER 
SECTION SEE FIG.13 FOR 
BREAKDOWN 
.CYLINDER AND PISTON ASSEMBLY.... 
SEE FIG.14 FOR BREAKDOWN 
.ACCESSORY SECTION 
.ACCESSORY DRIVE SECTION 
SEE FIG.15 FOR BREAKDOWN 
..ACCESSORY HOUSING ASSEMBLY... 
COMPLETE SEE FIG.16 FOR 
BREAKDOWN 
..ACCESSORY HOUSING COVER 
ASSEMBLY SEE FIG.17 FOR 
BREAKDOWN 
..CRANKSHAFT,CAMSHAFT AND 
RELATED PARTS SEE FIG. 
20 FOR BREAKDOWN 
.REDUCTION GEAR UNIT SEE 
FIG.21 AND 22 FOR 
BREAKDOWN 
.OIL PUMP ASSEMBLY SEE FIG 
23 FOR BREAKDOWN 
.FUEL INJECTION SYSTEM-U-BF 
SEE FIG.26 FOR BREAKDOWN 
-IGNITION SYSTEM SEE FIG.27 
FOR BREAKDOWN 
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(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (с) (d) (a) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 
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Figure 11. Priming System 


SECTION II TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE ALW ILLUSTRATION 


STOCK DESCRIPTION CODE | O (a) (b) (c) (d) (a) (b) 
NUMBER REFERENCE NUMBER FIGURE | ITEM 
& MFR CODE а 1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


FUNCTIONAL GROUP - 03 POWER PLANTS 
PRIMING SYSTEM SEE FIG.10 
FOR NHA 
5340-293-4681 |AN4032-1 88044| .HANGER, PIPE 
4730-683-8898 |71910 80254| .CLAMP, HOSE 
5305-R89-3000 |MS35206-230 96906| .SCREW, AE 
5310-167-0816 | AN960-6 88044| WASHER, F 
5310-081-8087 |MS21044N06 96906| .NUT, SELF- LOCKING, HEXAGON 
5340-990-9298 | ЕАВ70003 81996| .CLAMP, LOOP 
2810-385-4459 |61581-9 80254| . TUBE ASSEMBLY, PRIMER 
CYLINDER,NO.1 C 2 
2810-802-8207 |61581-154 80254| . TUBE ASSEMBLY, PRIMER 
CYLINDER NO.1 & 6 
2810-386-4458 |61581-5 80254| .TUBE ASSEMBLY, PRIMER 
CYLINDER NO.3 C 4 
2810-802-8204 |61581-14 80254| .TUBE ASSEMBLY, PRIMER 
CYLINDER NO.3 & 4 
2810-385-4454 |61581-1 80254| .TUBE ASSEMBLY, PRIMER 
CYLINDER NO.5 
2810-385-4457 |61581-4 80254| .TUBE ASSEMBLY, PRIMER 
CYLINDER NO.6 
5970-681-0312 |66216 80254| .INSULATION SLEEVING 
ELECTRICAL 
2810-963-4618 |61581-16 80254/ .TUBE ASSEMBLY PRIMER 
CYLINDER NO.2 & 5 
2810-703-1677 |71811 80254| .SLEEVE, PRIMER LINE 
2810-385-4456 |61581-2 80254| .TUBE ASSEMBLY, PRIMER 
INTERCYLINDER, LH 
2810-505-9106 |61581-3 80254| .TUBE ASSEMBLY, PRIMER 
INTERCYLINDER,RH 
2810-386-4455 |61581-10 80254| .TUBE ASSEMBLY, PRIMER 
EXTENSION 
4730-279-2767 | AN795-2 88044| TEE TUBE 
4730-278-4328 | AN4022-1 88044 


TU 
2810-703-1677 |71811 90254| .SLEEVE, PRIMER LINE 
4730-203-4687 | AN780P2 88044| .ADAPTER, STRAIGHT, PIPE TO 
ТУВЕ 


4730-049-5119 | STD1846 80254| .PLUG, SLOTTED 
80254| .BLOCK, DISTRIBUTOR 
5310-167-1344 88044| .NUT, PLAIN, HEXAGON 
5310-550-1130 |MS35333-40 96906| . WASHER, LOCK 
5310-141-1795 | AN960-416 88044| . WASHER, FLAT 


— 


о о ~ O O о 


— 
(e) 


SECTION II TM 55-2810-218-20P 


TM 55-2810-218-20P 


AN 038863 
Figure 12. Oil Sump Assembly 
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SECTION Il 


(2) 


FEDERAL 
STOCK 
NUMBER 


2810-544-2668 
5310-167-1344 
5310-55-1130 

5310-141-1795 
5306-285-5506 
2810-545-4933 
2810-613-0325 
2810-523-3180 
2810-533-5115 
2810-533-5116 
5306-63-4*446 
5310-550-1130 
5310-141-1795 
4730-278-9102 
2810-98s-3670 
4720-710-9383 
4130-982-7427 
2810-523-3157 
5306-514-7641 
5330-527-6002 
2995-010-5485 


4730-540-2236 


SECTION II 


REFERENCE NUMBER 


& MFR CODE 


FUNCTIONAL GROUP - 03 


68193 
АМЗ15-4А 
MS35333-40 
AN960-416 
AN10116 
STD1153 
68106 
69690 

69691 

69692 
STD1215 
М535333-40 
AN960-416 
AN737RM74 
71973 
69603 

73346 
68198 
STD918 
68192 
2810U8-041-5 


69335 
70468 


80254 
88044 
96906 
88044 
88044 
80254 
80254 
80254 
80254 
80254 
80205 
96906 
88044 
88044 


(3) 
USABLE 
ON 
DESCRIPTION CODE 
0-480 


POWER PLANTS 
OIL SUMP ASSEMBLY SEE FIG 

10 FOR NHA 
.PIPE, SUPERCHARGER OUTLET 
.NUT, PLAIN, HEXAGON 
.WASHER, LOCK 
.WASHER, FLAT 
.BOLT, MACHINE 
.PACKING, PREFORMED 
.FLANGE, SUPERCHARGER OUTLET.... 
.PIPE, INTAKE CYLINDER 1 AND 6 
.PIPE, INTAKE CYLINDER 2 AND 5 
.PIPE, INTAKE CYLINDER 3 AND 4. 
.BOLT, MACHINE 
.WASHER, LOCK 
.HASHER, FLAT 
.CLAMP HOSE 


80254| . 
80254| . 
80254| . 
80254| . 
80254| . 
80254). 


USE-AFT-CMPL-W-MWO 

55-1510-201-30-18 
..PLUG, MACHINE THREAD 
..SUMP, OIL 


TM55-2810-218-20P 
(7) 
ILLUSTRATION 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(a) (b) (с) (d) (a) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


со со © JO O1 +. Q ~ 


ж + + Ж ж ж ж ж ж «4 *Ж «Жж ж ж ж о ж MX 
ххх 
ххх 
ж ++ + ж ж ж ж «Ж + + ж NNNM 


ТМ 55-2810-218-20Р 


TM 55-2810-218-20P 


peto)? 


Figure 13. Supercharger and Impeller Section 
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SECTION Il 


TM55-2810-218-20P 


(2) (3) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE AM ILLUSTRATION 
(b) (c) 
FIGURE ТЕМ 
1-5 | 6-20 | 21-50 | 51-100 NO. 


STOCK DESCRIPTION CODE 
NUMBER REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 03 POWER PLANTS 
SUPERCHARGER AND IMPELLER 


SECTION SEE FIG.10 FOR NHA 


5305-145-7017 
5310-167-0765 
2810-073-7842 
2915-953-9589 
5315-014-2953 
2810-065-4031 


5305-145-6971 
5310-045-3299 
2810-909-2598 


2810-523-3160 
5310-167-1344 
5310-550-1130 
5330-514-4883 
2810-589-8992 
2915-885-9515 
5310-167-0820 
5310-167-1286 
5330-514-4878 
5310-167-0820 
5310-167-1286 
2810-593-4180 


5307-514-9398 


5307-576-6678 
5307-298-2993 
5307-012-9304 


1560-589-4094 


5330-514-4878 


SECTIONII 


A4503-10-8 
AN970-3 
72019 
72018 
STD1855 
72015 
74599 


72009 
AN503-8-6 
MS35338-42 
72008 
74603 


68241 
AN315-4R 
M535333-40 
67144 
71253 
391624-20 
AN960-516 
AN310-5 
68129 
AN960-516 
AN310-5 
71554 


31014P003 
31D14P07 
31014P012 
31015P007 
31016P003 
31D16PO07 
31016P012 


71592 
50-910179-95 


.. SCREW, MACHINE 


.. WASHER, FLAT 

.. SCREW, THROTTLE LEVER... 
..LEVER, THROTTLE 

«PIN, GROOVED 

..STOP THROTTLE 

..STOP THROTTLE, SCREW 


ADJUSTING 


.. VALVE, THROTTLE 

.. SCREW, MACHINE. 

.. WASHER, LOCK 

..SHAFT, THROTTLE VALVE 
...HOUSING ASSEMBLY 


SUPERCHARGER AIR INLET 


.CARBURETOR, ASSEMBLY.. 
.WASHER, FLAT 
.NUT, CASTELLATED, HEXAGON 


ADAPTER 


..STUD, PLAIN 0.003 IN 


OVERSIZE 


..STUD, PLAIN-0.007 IN 


OVERSIZE 


..STUD, PLAIN-0.012 IN 


OVERSIZE 


..STUD,PLAIN-0.007 IN 


OVERSIZE 


..STUD,PLAIN-0.003 IN 


OVERSIZE 


..STUD,PLAIN-0.007 IN 


OVERSIZE 


..STUD,PLAIN-0.012 IN 


OVERSIZE 


. ELBOW, CARBURETOR 
..SPACER, INDUCTION VALVE 


USE UNTIL EXHAUSTED, NO 
REPLACEMENT 
U/W 2810-523-3190 


.GASKET 


NN 


= BP ВВ = NN 


=< << < < < < < 


ТМ 55-2810-218-20P 


TM 55-2810-218-20P 


CH 
19 


a 
f А о ли, n 


2] 


Figure 14. Cylinder and Pistion Section 
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SECTION Il 


(2) 


FEDERAL 
STOCK 
NUMBER 


2810-395-3992 


2810-385-4470 


4730-276-9095 
4730-287-1876 


2810-523-3163 
5305-934-8477 
5310-141-1795 
2810-037-4706 
2810-395-3985 
5310-167-1344 
5310-550-1130 
5330-527-9242 
2810-395-3993 
2810-395-3992 


5310-262-4633 
5310-860-9516 
5310-860-951 7 
5310-583-3830 
2810-979-7542 
2810-979-8929 
2810-973-7543 
2910-971-8927 
2810-385-4453 


2810-527-7957 
5310-025-8506 
5360-182-3932 
5315-054-2065 
5310-167-1344 
5313-553-1130 
2810-983-0317 
2810-983-0318 
2810-915-5898 
2810-772-3428 
4710-273-9047 
2810-448-5542 
5305-153-9212 
5310-261-8278 


REFERENCE NUMBER 
& MFR CODE 


AN737RM24 
AN840-6 


68795 
STD1925 
AN960-416 
67193 
66731 
AN315-4R 
MS5333-40 
65732 
67113 
67112 


71549 
71549-1 
71549-2 
71549-3 
73434 
73435 
73436 
72839 
61503 


62922 

66728 

79051 

72526 
AN315-4R 
MS35333-40 
72343 

7234 

73946 

72200 
AN37RM26 
65614 
AN501-10-7 
MS35338-100 


(3) 
USABLE 
ON 
DESCRIPTION CODE 


POWER PLANTS 

CYLINDER AND PISTON SECTION 

SEE FIG.10 FOR МНА 

.ROCKER ASSEMBLY VALVE 

EXHAUST 

.HOSE ,RUBBER 

.TUBE ASSEMBLY CYLINDER 

HEAD 

.CLAMP,HOSE 

-ADAPTER,TRAIGHT,PIPE TO 
HOSE 

.COVER ASSEMBLY 

.SCREW, ASSEMBLED WASHER 

'WASHER,CLATCOE:: 

.GASKET,ROCKER BOX COVER 

.COVER.VALVE ROCKER BOX 

-NUT,PLAIN.HEXAGON 

-WASHER,LOCK 

.GASKET 

.ROCKER ASSEMBLY.VALVE IN-TAKE.. 

.ROCKER ASSEMBLY VALVE 

EXHAUST 

.WASHER, FLAT 

.WASHER, FLAT 

.WASHER, FLAT 

-WASHER,THRUST................................ à 

.ROD ASSEMBLY,PUSHROO 

„ВОО ASSEMBLY, PUSHROD 

„ВОО ASSEMBLY, PUSHROD 

.TUBE ASSEMBLY.SHROUD 

SLEEVE SHROUD TUBE 


.PACKING,PREFORMED 
.WASHER.FLAT 
-SPRING,SHROUD TUBE 
.PINHOLLOW 

.NUT,PLA[N, HEXAGON 
.WASHER, LOCK 
-STAILIZER,CYLINDER HEAD 
.STABILIZER, CYLINDER HEAD 
-STABILIZER,CYLINDER 
-STABILIZER,CYLINDER 
.CLAMP.HOSE 


.PLUG di 
.SCREW,MACHINE................................ . 
.WASHER,LOCK 
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TM55-2810-218-20P 
(7) 
ILLUSTRATION 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 
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Figure 15. Accessory Drive Section 


12 


TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON ILLUSTRATION 


SECTION Il 


MAINTENANCE ALW 


OZ 


Z 2000 


STOCK 
NUMBER 


2810-505-9125 
2810-505-9126 


2810-733-2674 
5310-982-4908 
5310-167-0821 
5330-584-9080 
2810-50s-5904 
5330-663-6326 
5310-167-1285 
5310-167-0835 
2810-973-8928 
2945-886-1782 
5330-293-6201 
5330-582-2133 


DESCRIPTION CODE 
REFERENCE NUMBER 
& MFR CODE 0-480 


FUNCTIONAL GROUP - 03 POWER PLANTS 


ACCESSORY DRIVE SECTION 
SEE FIG.10 FOR NHA 
68874 .CUSHION, MAGNETO 
68875 .RETAINER,MAGNETO DRIVE 
CUSHION 
671B .COVER,SUBSTITUTI NG,INE 
MS21045-6 .NUT.SELF-LOCKING HEXAGON 
AN960-616 
AN4047-1 
68186 
67633 
AN310-4 .NUT.SLOTTED,HEXAGON 
AN960-416L .WASHER,FLAT 
74432 .ADAPTER ASSEMBLY,STARTER 
78075 .FILTER,OIL, FUEL INJECTOR 
AN6227-14 .PACKING, PREFORMED 
MS28775-011 .PACKING,PREFORMEOD 
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(a) (b) (с) (d) (a) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. №. 
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Figure 16. Accessory Housing Assembly Complete 
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TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON ILLUSTRATION 


MAINTENANCE ALW 
STOCK DESCRIPTION CODE 
NUMBER 


SECTION II 


REFERENCE NUMBER 
& MFR CODE 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


FUNCTIONAL GROUP - 03 POWER PLANTS 


ACCESSORY HOUSING ASSEMBLY- 


2810-305-6284 
5310-167-1344 
5310-637-9541 
5310-141-1795 
5330-023-7623 
2810-307-6886 
5310-161-1344 
5310-637-9541 
5310-141-1795 
5330-641-7161 
2810-589-8986 
5306-639-4446 
5310-637-9541 
5310-141-1795 
2810-979-7570 


5330-514-4852 


4730-543-2236 
4730-277-6352 
5330-514-3289 
4730-278-3462 


60430 
AN315-4R 
MS35338-46 
AN960-416 
MS9134-01 
60431 
АМЗ15-4А 
М535338-46 
AN960-416 
1691C 
69174 
STD1215 
MS535338-46 
AN960-416 
72031 


67746 


69335 
AN932-1 
MS35769-21 
AN932-2 


COMPLETE SEE FIG.10 FOR 
NHA 


.COVER,SUBSTITUTING,ENGINE 
-NUTPLAIN,HEXA GON 
-WASHER,LOCK 

-WASHER,FLAT 

.GASKET-FUEL PU MP 
.BREATHER,ACCESSORY HOUSING 
BOL T MACHINE 

.WASHER ,LOCK 

.WASHERFLAT 

.TUBE AND PLATE ASSEMBLY, 


ACCESSORY HOUSING 


.GASKET-ACCESSORV HOUSING 


BREATHER 


— — о (о — bb bn bb E — 


№ 


ж ж 4 ж ж ж ж ж * *Ж ж ж ж ж ж 


ж Ж 4 «Ж ж ж ж LM 


ж ++ + ж ж ж ж + + «Жж ж ж ж 


ж ж + ж ж ж ж ж + + ж ж ж ж » 
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АУ 038868 


Figure 17. Accessory Housing Cover Assembly 
Figures 18 and 19 not applicable to TM55-2810-218-20P 
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SECTION II TM55-2810-218-20P 


(2) (3) (6) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE АПИ а OT BAJE 
STOCK DESCRIPTION CODE о (с) 
МОМВЕН REFERENCE NUMBER 
& MFR CODE - 21-50 | 51-100 


FUNCTIONAL GROUP - 03 POWER PLANTS 
ACCESSORY HOUSING COVER 
ASSEMBLY SEE FIG.IO FOR 
NHA 

2810-306-6284 |60430 .COVER,PLATE,ACCESSORY................. Ы 
5310-167-1344 | AN31S-4R „МОТ, PLAIN, HEXAGON Ы 
5310-550-1130 |М5535333-40 .WASHER,LOCK Ы 
5310-141-1795 | АМ960-416 .WASHER,FLAT * 
5330-023-7623 |MS9134-01 .GASKET KR 

Figures 18 & 19 not applicable 


TM 55-2810-218-20P 


re] 


18 17 31 30 29 


AV 038871 


Figure 20. Crankshaft, Camshaft and Related Parts 
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SECTION II TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE Ам ILLUSTRATION 


STOCK DESCRIPTION CODE | O (b) (c) 
NUMBER REFERENCE NUMBER FIGURE тем 
& MER CODE - 6-20 | 21-50 |51-100 


FUNCTIONAL GROUP - 03 POWER PLANTS 
CRANKSHAFT,CAMSHAFT AND 

RELATED PARTS SEE FIG.10 
FOR NHA 

2810-866-6823 | 78290 5 
ТАРРЕТ 

2810-613-0307 |65074 .SOCKET, HYDRAULIC ТАРРЕТ 
PUSH ROD 

5315-234-1856 | MS24665-302 -PIN, COTTER 
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AN 038872 


Figure 21. Reduction Gear Unit 
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SECTION II TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE ALW ILLUSTRATION 


STOCK DESCRIPTION CODE | O (b) (c) (d) (a) (b) 
NUMBER REFERENCE NUMBER FIGURE | ITEM 
& MER CODE 6-20 | 21-50 |51-100| NO. NO. 


FUNCTIONAL GROUP - 03 POWER PLANTS 


REDUCTION GEAR UNIT 

SEE FIG. 10 FOR NHA 
5310-167-1345 JAN315-SR 
5310-407-9556 | MS35338-45 
5310-167-0820 | AN960-516 
1560-624-5054 | 72378 
2810-790-8071 | 72053 
4730-279-3452 | AN932-2 ...PLUG,PIPE 
4730-278-3462 | AN932-2 ...PLUG,.PIPE 
4730-540-2236 |69335 ..PLUG, MACHINE THREAD 
5330-514-3299 |MS35769-21 ..GASKET 


Dä с = = 


ж ж ж 
ж ж ж 
ж ж ж 
ж ж ж 
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ж ж ж 
ж ж ж 
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TM 55-2810-218-20P 


| 


1 
886] 667 ~ 


AV 038873 


Figure 22. Reduction Gear Unit 
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SECTION II TM55-2810-218-20P 


(2) (3) (6 (7) 
USABLE 
FEDERAL ON ILLUSTRATION 
STOCK DESCRIPTION CODE | O (a (b) 
NUMBER REFERENCE NUMBER FIGURE| ITEM 
& MFR CODE NO. NO. 


FUNCTIONAL GROUP - 03 POWER PLANTS 
REDUCTION GEAR UNIT 
SEE FIG.10 FOR NHA 
5310-167-0821 | AN960-616 .. WASHER,FLAT 
1560-624-5054 |72378 ..COVER,GOVERNOR DRIVE 
5310-167-1345 | AN315-5R ..NUT, PLAIN, HEXAGON 
5310-167-0721 |MS35333-41 .. WASHER,LOCK 
5310-167-0820 | AN960-516 .. WASHER,FLAT 
2810-790-8071 | 72053 ..GASKET, GOVERNOR 
4730-543-2236 |69335 ..PLUG,MACHINE THREAD 


TM 55-2810-218-20P 


191817 


Figure 23. Oil Pump Assembly 
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SECTION II 


(2) 


FEDERAL 
STOCK 
NUMBER 


2810-653-5950 


2810-627-8167 
5330-883-8230 
2945-069-7327 


5310-209-6809 
5310-985-4185 
5330-752-8605 


5310-148-8818 
5365-541-6676 


5330-752-8605 


2810-505-9119 
2810-505-9110 
5365-541-6676 


5310-149-8818 
5330-152-8605 
2810-505-9119 
2810-505-9110 
5365-324-1457 
5330-815-9489 
2995-237-5653 
5315-059-0491 


REFERENCE NUMBER 


& MFR CODE 


FUNCTIONAL GROUP - 03 


71765 


71774 
AN900-28 
72785 


2W1-41-30-32 
MS24680-72 
MS35769-15 


662 
71226 


MS35769-15 


68542 
67981 
71226 


662 
MS35769-15 
68542 

67981 

1540 
MS535769-11 
MS9135-01 
MS24665-372 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


POWER PLANTS 


OIL PUMP ASSEMBLY SEE 
FIG.10 FOR МНА 

.PUMP ASSEMBLY,OIL RPL-BV 
2810-992-0540 

-COVER,OIL FILTER 

.GASKET 

ELEMENT OIL FILTER 
OBS-AFT-CMPL-W 
MWO 55-1510-201-30-5 


USBL EFF L-694 THRU L-738 
.NUT, PLAIN, HEXAGON 
.PLUG, MACHINE THREAD 
USBL EFF L-694 THRU L-738 


USBL EFF L-7398 
SUBSEQUENT 
-SPRING,HELICAL,COMPRESSION 
.PLUNGER,OIL RELIEF 
.PLUG, MACHINE THREAD 
USBL EFF L-739 8 
SUBSEQUENT 


Dm ch ch aaa 


TM55-2810-218-20P 
(7) 
ILLUSTRATION 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(a) (b) (c) (d) (a) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


ж Ж «Ж ж ж ж ж ж 
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Figure 24. Carburetor Assembly 
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SECTION II 
(2) 


FEDERAL 
STOCK 
NUMBER REFERENCE NUMBER 
& MFR CODE 


TM55-2810-218-20P 


(3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
ON MAINTENANCE Ам ILLUSTRATION 


DESCRIPTION (e) (b) (c) 
Ed ЕН 
1-5 6-20 | 21-50 |51- ЖЕ 


FUNCTIONAL GROUP - 03 POWER PLANTS 
CARBURETOR ASSEMBLY 
5310-857-4960 |MS21044D4 96906| .NUT 
COMPONENT OF KIT 
2915-064-5652 
5310-262-4853 (A78-I 96152| .WASHER, FLAT 
COMPONENT OF KIT 
2915-064-5652 
2915-967-7676 |391849 06848| .VALVE,FUEL-AIR MIXTURE 


TM 55-2810-218-20P 


Figure 25. Body Assembly, Carburetor 
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SECTION II 


(2) 
FEDERAL 


STOCK 
NUMBER 


2915-314-9488 


5330-594-6494 |365533 


(3) 


DESCRIPTION 
REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 03 POWER PLANTS 


BODY ASSEMBLY, CARBURETOR 
P13680 


06848| .WASHER, NONMETALLIC 
COMPONENT OF KIT 
2915-775-0592 


29 


06848| .STRAINER ASSEMBLY CARBURETOR. 


USABLE 
ON 
CODE 


TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE Ам ILLUSTRATION 


(b) (c) 
Ed ЕН 
1-5 | 6-20 | 21-50 |51- ЖЕ 


25 43 
25 44 


TM 55-2810-218-20P 


AV 038877 


Figure 26. Fuel Injection System - U-8F 
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SECTION II 


(2) 


FEDERAL 
STOCK 
NUMBER 


4720-755-9198 


2810-983-0303 
5306-182-2005 
5310-515-8058 
5310-209-1218 


2915-978-4372 


2915-859-5563 


2810-980-0303 
5306-182-2005 
5310-515-8058 
5310-209-1218 


2915-978-4373 


5340-912-4761 
5340-193-2652 
5305-989-7434 
5310-515-8058 
5310-209-1218 


5340-533-3618 
5305-990-6444 
5310-515-8058 
5310-209-1218 


5325-290-6163 
5340-533-3600 
5340-533-3514 
5305-990-6444 
5310-515-8058 
5310-209-1218 


TM55-2810-218-20P 


REFERENCE NUMBER 


& MFR CODE 


FUNCTIONAL GROUP - 03 


4720EG002-3C0060 


4720EG002-4C0050 


72021 
V3900-04 


EAB700-14 
MS35207-261 


MS8000E280A 


MS35489-13 
EAB700-12 
EAB700-7 
MS35207-261 
AN960-8 
STD251 


81996 


80254 
88044 
88044 
80254 
80254 
80254 


81996 
80254 


96487 
88044 
88044 
80254 
80254 
80254 


80254 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


POWER PLANTS 

FUEL INJECTION SYSTEM-U-8F 
SEE FIG.10 FOR МНА 

.HOSE АЗЗЕМВГУ,................................ Е 
TETRAFLUOROETHYLENE 

. VALVE, SOLENOID 

..BOLT,MACHINE 

.WASHER,FLAT 

.. WASHER,LOCK-NO.10 

..NUT,PLAIN-NO. 10-32 

.TUBING ASSEMBLY.FUEL 
RETURN TO TEE 

.HOSE ASSEMBLY................................. Е 
TETRAFLUOROETHYLENE 

.NOZZLE ASSEMBLY,FUEL 
INJECTION 

. VALVE, SOLEMOID 

..BOLT,MACHINE 

.. WASHER,FLAT 

.. WASHER,LOCK-NO.10 

..NUT,PLAIN-NO. 10-32 

..BRACKET,IDLE CUTOFF 
SOLENOID VALVE 

.TUBING ASSEMBLY 
OUTLET TO TEE 


80254| . 
00502). 
96906) . 


88044 
80254 
80254 
81996 
96906 
88044 
80254 
80254 
80254 
96906 


96906 
81996 
81996 
96906 
88044 
80254 


.WASHER,FLAT 
.WASHER,LOCK-NO.10 
-NUT,PLAIN-NO.10-32 
.CLAMP, SUPPORT 


.SCREW МАСНІМЕ................................ à 
.WASHER,FLAT 
-WASHER,LOCK-NO.10 
-NUT,PLAIN-NO.10-32 
.SPACER,SUPPORT-CLIP 3 LINE 
.HOSE ASSEMBLY 


TETRAFLUOROETHYLENE 


-GROMMET,RUBBER 
-CLAMP.SUPPORT. 

-CLAMP,SUPPORT. 

.SCREW MACHINE ee P 
-WASHER, FLAT 
.WASHER,LOCK-NO.10 
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+ << mm må = 


TM55-2810-218-20P 
(7) 
ILLUSTRATION 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 

1-5 | 6-20 | 21-50 |51-100 | NO. NO. 
26 


SECTIONII 


zzo 


SECTIONII 
(1) (2) 
FEDERAL 


SMR STOCK 
CODE NUMBER 


5340-533-3514 
5305-145-7023 
5310-515-8058 
2915-448-0172 


2915-448-7081 


2915-860-9462 


5330-715-8504 
5340-144-6094 


5340-533-3512 
2810-802-8209 


ТМ 55-2810-218-20P 


REFERENCE NUMBER 
& MFR CODE 


UNCTIONAL GROUP - 03 


80254 
80254 
81996 
88044 
88044 
77932 


80254 


80254 


TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(9) 
USABLE 
ON 


DESCRIPTION CODE (a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
0-480 1-5 | 6-20 |21-50 51-100 | NO. NO. 


POWER PLANTS 


CONTINUED 

.NUT,PLAIN-NO. 10-32 

.CLAMP,LOO 

-CLAMP,SUPPORT. 

.SCREW.MACHINE ................................ Е 

.WASHE R,FLAT 

.PUMP ASSEMBLY,FUEL INJECTOR 
RPL-BY 2915-860-9462 

.PUMP ASSEMBLY,FUEL INJECTOR 
RPL-BY 2915-860-9462 

.PUMP ASSEMBLY*FUEL INJECTOR 
RPLS-- 2915-448-0172, 
2915-448-7081.& 
2915-769-6275 

.GASKET,FUEL INJECTOR 
SENSING ELEMENT 

.CLAMP,LOOP 

.CLAMP,SUPPORT 

.GASKET, FUEL INJECTOR 

.ELBOW,.188 TUBING.,........................... 
ADJUSTABLE 90 DEGREE 


28 


30 


31 


32 
33 


SECTION II 
32/(33 Blank) 


TM 55-2610-213-20P 


Figure 27. Ignition System 
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O OO ZZZO OOZZZ 


O O O O 


SECTION Il 
(2) 
FEDERAL 


STOCK 
NUMBER 


5310-285-8447 


2925-684-2361 
2925-585-4024 
2925-475-1937 


2925-653-4398 


2925-602-0566 


2810-310-9107 
2925-055-7054 


2925-554-6473 
2925-986-7084 
2925-985-7085 


ТМ 55-2810-218-20P 


REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 03 


REM38P 


(9) 
USABLE 
ON 


DESCRIPTION CODE 


POWER PLA 


BREAKER ASSEM 
COMPONENT OR KIT 


GEAR 
БЕР IMPULSE COUPLING:.................. 
M ASSEMBLY, IMPULSE 


COUP NG 
SPRING BREAKER,PRIMARV.. 
GASKET 


512Е,18ММ SCREW BASE THD 
SIZE, PLATINUM ELECTRODE 
MIS 5-7886, 


ЗРАВК PLUG 
RPL-BY 2925-056-7054 


SPARK PLUG 
De 2925-056-7054 
SPARK 
INTRCH 2925-056-7054 
SPARK PLUG 
INTRCH 2925- INS pet 
SPARK PLUG-5/8 
LEAD SIZE, ТАМ vive SCREW BASE 
THD SIZE,MASSIVE ELECTRODE 
ЕРЕ QUE 'EXHAUSTED,NO 
LACEMENT 


FOR USE ON TEST STAND ү 
ОРЕВ TON RUN ONLY 
"USE 5/8 


DEP 
SPARK PLUG,5/8 

LEAD SEE EN MM: SCREW B 

THD SIZE MASSIVE ELECTR 

USE UNTIL EXHAUSTED,NO 
ВЕРГАСЕМЕ 
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ТМ55-2810-218-20Р 
(7) 
ILLUSTRATION 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


(a) (b) (с) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. №. 


SECTION H 


OOOOOOOOZO O 


OO 


Z Z OO 


SECTION II TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE AM ILLUSTRATION 


STOCK DESCRIPTION CODE | O (b) (c) (b) 
NUMBER REFERENCE NUMBER FIGURE M 
& MFR CODE å 1-5 | 6-20 | 21-50 |51-100 | №. O. 
FUNCTIONAL GROUP - 03 POWER PLANTS 
CONTINUED 
FOR USE ON TEST STAND OR 
A ee RUN ONLY 
5310-062-8417 |MS17840-1 96906 
2925-603-0965 | 10-52306 77820 


26254 663. 2361 “SEE 
PONG GROUP 50 FOR 


CO 
10-320405-3 ki ШЕ IGNITION 
2925-405-9087 | 10-620405-3 
72004 


10-320476-1 


== = 


БЕ 
> 

о-оо = 
ж ж ж OX Ж Ж # # ok ж 

ж ж ж Ж Ж * +f oko ж 

ж ж OR Ok Ж Ж * + ok ж 

ж жж Ok Ж Ж * +f ok >» 
OOOOOOOG 


5340-113-3867 


ef 
5305-989-7434 SCREW, MACHINE 
0-320411 7 SCREW.MACHINE 
SCRE W, "ASSEMBLED WASHER 
LF-LOCKING, HEXAGON 
2925-451-2935 |М52126 НОМ TERMINAL 
Е4254 WIRING HARNESS BRANCHED.. 
LEAD,SET DUIT ASSEMBLY". 
1 LEAD, ELECTRICAL, 
5340-143-0590 CLAMP. LOOP 


1 
1 
4 10 
1 10 
12 
4 


a 
№ 


— 


mm 


5340-143-0590 


COON MUIRON ~ 


mor 


2925-211-4761 
2925-533-6220 
2925-408-2669 
10-320610-70 
2925-781-0892 |М521267-2 
2925-734-9352 |10-620632-48 
2925-734-9380 |10-620632-72 
ТМ 55-2810-218-20Р SECTION II 
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OSNO EE E 


a 
№ 


SECTION Il TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIO NAL 
FEDERAL ON MAINTENANCE ALW ILLUSTRATION 


STOCK DESCRIPTION CODE | O (a) (b) (c) (d) (a) (b) 
NUMBER REFERENCE NUMBER FIGURE | ITEM 
& MER CODE а 1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


FUNCTIONAL GROUP - 03 Oi NIS 


HARNESS 
2925-386-8745 |E1181-30-1 01021 ERES ,SPARK PLUG ELBOW 


INNE 
5975-533-4758 |E1124-B4-10P 08484) ADAPTER Fat SS 
2925-293-3996 | KD2-110 82536 SHIELD É SPARK PLUG 


0D 
5975-296-3337 |E1124-85-10P 08484 ADAPTER EC ICAL 
PLUG- Ele DEGREE 
5915-295-3337 |AN3104-1 88044 ADAPTER ELECTRICAL 


5999-533-6264 |E4240 
6145-835-7109 |3702-5MS 


ND 


CABLE OUTLET .. 
ER IGNITION.. 
NETO 


PLA 

PO 

EY 
e 


— а: 
PoP 


5325-171-8631 
5340-205-6990 


5310-209-0786 
5305-622-9483 


Е 
PLA 
G 
P 


= 
һы L-0 


2220 
mcco 
го 


2810-523-3194 |70405 
5306-629-4657 


ххх * * * * 
* * о» * * * * 
* * * * * * * 


AN960-416 
MS35337-44 
70338 


TU 
LNI 
060 


74410 
MS35206-230 
AN960- 
MS35649-262 
MSZ21044N06 
MS35207-263 
72351 
MS21044N3 
STD178 
2925-304-3041 |10-52936 


9 


—00000000— — — — ДУ №№ ПО — A 


UUUUUUUUU 

1 

i 
жожо ж ж ж ж ж ж ж» ж 
жож ж ж ж нож» ж» о» 
жож нож» нож» ж» » 
+* ж ж ж ж Жжжж 


0000000 


2925: 685. -2 E 
FUNCTIONAL GROUP 50 FOR 


COMPONENTS 
2925-985-7113 |0-88511-186 PARTS KIT, Е ASSEMBLY 
U/O 2925-294-3013 


TM 55-2810-218-20P SECTIONII 
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SECTION Il TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE AW ILLUSTRATION 


STOCK DESCRIPTION О (р) (с) 
NUMBER REFERENCE NUMBER Ed ЕН 
% MER CODE 1-5 | 6-20 | 21-50 |51- ЖЕ 


FUNCTIONAL GROUP - 03 POWER PLANTS 
CONTINUED 

2925-528-6284, 
2925-555-7016, 
2925-554-9804, 
2925-684-2361 & 
2925-585-4024 SEE 
FUNCTIONAL GROUP 50 FOR 
COMPONENTS 


TM 55-2810-218-20P SECTIONII 
38 


SECTION Il 


FEDERAL 
STOCK 
NUMBER 


2925-409-2669 
4020-202-1924 


4720-278-1096 


4720-857-1729 


5305-153-9211 


5310-285-2177 
5310-543-2410 


5310-926-1852 


5310-950-0039 


5315-234-1856 


5340-914-0521 
ТМ 55-2810-218-20P 


(3) 
USABLE 
ON 
DESCRIPTION CODE 
REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 80 
10-320610-115 GOM 
(LON; WA И STRANDS: 
AID CONSTRUCTION. 
LAGK 45 LB ВВЕАКМС 
ENGTH 2250 FT PER LB, 
ДЕ 713,ТҮРЕ P,CLASS 


ER-SYNTHETIC RUBBER... 
URFACE MOLDED 
NEOP RUBBER OUTER 
COVERING MOOTH BORE,0.375 
10,0.750 M D001000 PSI 
| PRESSURE,MIL-H-6000 


Муке SUR 
BRAIDED W RE 


AN502-10-10 


a 

O 
= 
= 


STE 
D,N 


XAGON-STEEL 
TED,NO.10-32 NF 
TEEL, CARBON 

ED.0.115 11110, 
025 del 


I m 
m > 


AN320-3 
CAD 

MS35338-40 = 
CAD 


XMUDAT: 
AGorvr 
Ce == 


NO.4 

NUT SELF-LOC 
STEEL, CADMI 

W/N NONMETALLI LIC INSERT, 


3/8 IN.-2 
NUT,SELF- rockina HEXAGONON 
STEEL,CADMIUM PLATED 
W/NYLON INSERT,3/8 IN.-24 


PIN, COTTER. CRES PASSIVATED 
NISH, 1/16 IN.DIA,I IN.LG, 
FOR 5/64 IN.SIZE 
LUG,PROTECTIVE DUST AND 


MS21083N6 


РЕ 


MS21044N6 


М$24665-155 


NAS815-4A 
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TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE AM ILLUSTRATION 


(b) (c) 
FIGURE ТЕМ 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| E 


SECTION II 


(2) 


FEDERAL 
STOCK 
NUMBER 


5340-914-0522 


5970-284-8410 


5970-644-3167 


6685-525-8415 


7510-663-0196 


7510-948-9543 
8030-533-6375 


8135-282-0565 


8135-634-2946 


TM 55-2810-218-20P 


REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 60 


NAS815-16A 


MX1O34U 


1756653 


MS27215-2 


4116512Е06Х75 
360 


М520999-1 


471-1INCH 


(3) 
USABLE 
ON 


DESCRIPTION CODE 
0-480 


BULK MATERIALS 
CONTINUED 
MOISTURE SEAL-VIRGIN 
POLYETHYLENE, 7/16 IN.-20 
NF FOR 1/4 IN. TUBE COMP 
PLUG,PROTECTIVE DUST AND 
MOISTURE SEAL-VIRGIN 
POLYETHYLENE, 1-5/16 
IN.-12N,FOR I IN. TUBE 
INSULATION TAPE,ELECTRICAL 
PLASTIC ADHESIVE,BLACK. 
950 V,3/4 IN.W,108 FT LG, 
0.007 IN. THK,MIL-1-7798 
INSULATION TAPE,ELECTRICAL 
COTTON,RUBBER COATING, 
BLACK,ADHESIVE,3/4 IN.W,85 
FT LG,0.015 IN.THK, 
FED HH-l-00 
INDICATOR.HUNIOITV,PLUG 
REFILLABLE,18-1.5 MM 
INTERNATIONAL METRIC THD, 
2.940 IN.LG.TVPE 2 
TAPE,PRESSURE SENSITIVE 
ADHESIVE-FILM BACKING, 
OPAQUE,OLIVE DRAB,2 IN.W, 
3 IN.1O,CORE,FED PPP-T-60, 
TYPE 3,CLASS 1,60 YD ROLL 
TAPE,PRESSURE SENSITIVE 
TAPE,PRESSURE SENSITIVE 
ADHESIVE-GLASS CLOTH 
BACKING, OPAQUE, NATURAL 
COLOR,CORROSION RESISTANT, 
1 IN.W,3 IN.ID CORE,USE FOR 
BONDING JOINTS IN LOW 
PRESSURE HOT AIR DUCTS 
WHERE THE TEMP DOES NOT 
EXCEED 350 DEG F, 
MIL-T-4053,60 YD ROLL 
BARRIER MATERIAL,WATER 
VAPORPROOFED,FLEXIBLE-36 
IN w,200 YD LG,MIL-B-131, 
CLASS 1 
TAPE,PRESSURE SENSITIVE 
ADHESIVE-VINYL ACETATE 
SHEET BACKING,OPAQUE,BLACK, 
1 IN.W,3 IN.CORE ID,FED 
PPP-T-66, TYPE 1,CLASS 2, 
36 YD ROLL 


40 


(b) 
1-5 | 6-20 


(c) (d) 
21-50 | 51-100 


(a) (b) 
FIGURE| ITEM 
NO. NO. 


BULK 


SECTION Il 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER 


9505-242-7527 


9505-293-4208 


9505-596-5101 


9505-643-4290 


9525-878-2958 


ТМ 55-2810-218-20P 


REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 60 


MS20995C32 


539798 


MS9226-03 


81348 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


0-480 


BULK MATERIALS 

CONTINUED 

WIRE,STEEL.CORROSION 
RESISTING-ANNEALED,0.047 
IN.DIA,168 FT PER LB,FED 
QQ-W-423,COMP 316,1 LB 
SPOOL 

WIRE,STEEL.CORROSION 
RESISTING-ANNEALED,0.032 
IN.DIA,FED QQ-W-423, 
COMP 302 

WIRE,STEEL, CORROSION 
RESISTING-ANNEALED,0.020 
IN.DIA,925 FT PER LB,FED 
QQ-W-423,COMP 302,5 LB COIL 

WIRE,STEEL, CORROSION 
RESISTING-ANNEALED,0.032 
IN.DIA,161 FT PER LB,FED 
QQ-W-423,COMP 316,1 LB 
SPOOL 

WIRE,NICKEL-CHROMIUM-IRON 
ALLOY-COLD DRAWN,ANNEALED, 
CORROSION & HEAT RESISTANT, 
0.025 IN.DIA,558 FT PER LB, 
1 LB COIL 
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TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (с) (d) (a) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| | 


SECTIONII 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER 


5350-050-1094 


5350-161-9715 


5350-192-5049 


5350-192-5050 


5350-193-1341 


5350-221-0872 


5350-224-7205 


5350-224-7215 


5350-245-0330 


5350-271-5950 


ТМ 55-2810-218-20Р 


REFERENCE NUMBER 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


FUNCTIONAL GROUP -70 MAINTENANCE SUPPLIE 


81349| G 
JEN L-G- 5634, TYPE 3, 


81348 


CLASS 
CLOTH ABRASIVE 
OXIDE,G 


N 
TYPE 1 
aalen, 

.W 


FE 
CLOTH.ABRASIV NUM 
OXIDE Si ADE КУКЕ IN W 
: OR ABRADING 
NJE 


TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE AM ILLUSTRATION 


(b) (c) 
FIGURE ТЕМ 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| a 


SECTION II 


SECTION Il TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE ALW ILLUSTRATION 


STOCK DESCRIPTION CODE | O (a) (b) (c) (d) (a) (b) 
NUMBER REFERENCE NUMBER FIGURE | ITEM 
& MER CODE а 1-5 | 6-20 | 21-50 |51-100 | No. NO. 


FUNCTIONAL GROUP- 70 MAINTENANCE SUPPLIES 
CONTINUED MSUP 
CLASS 1 
5350-286-4851 l 
5350-721-8117 PAPER ABRASIV Kai ON 
Sol 
1 M LG, 
6810-184-4796 NICA AL 
FED AL PAIL 
6810-227-9643 
FED 1, TYRE 1 5 PT BT 
6810-223-9067 
TYPE Op СА 
6810-237-2918 |М$36047-5 НИСА. 
FED O-N-350.5 PT B 
6810-238-8119 | IATIC-FED 
TT-N-95.TY 
6810-244-0290 E 
MIL-D-6998 GRADE B,5 G L 
6810-264-65481 H L-LIQUID 
FORM.FED O 1 GALC 
6810-264-6715 IMOLVKOTETVPEZ D DE 
TECHN ICAL- | 
L-M-7866, CAN 
6810-281-2002 |9060184 
-548 L САМ 
6610-543-4041 В 
EED О-С-265.500 СС 
6810-664-0387 |801032 
ЕЕО О-Т-6200 МЕТЕ CAN 
6810-855-6160 81348 ISOPROPYL ALCOHOL ES 
či „КЕ ME -735, ies 
6850-264-6571 18790672 
L-D-3464, 
G, 00 LB D AGS 
6850-264-6572 |8790670-1 Ki ПА ЕО 
UN ITS PER 8AG,200 
6850-264-9037 
FORM,FOR 
LS, FE 
680 
16 САСЕ 
6850-264-9038 B 
FORM,FOR DRV CLEAN 
Ja S. ме 
ORROSION PREVENTIVE AIR CRAFT. 


TM 55-2810-218-20P SECTION II 
43 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER 


6850-281-2031 


6850-543-7801 


6850-597-7166 


6850-621-1819 
6850-621-1820 
6850-854-7952 
6850-883-7616 
6850-935-0995 


6850-962-9793 
7920-823-9772 


7930-267-5588 
7930-634-5340 


7930-985-6911 


8010-141-6081 


TM 55-2810-218-20P 


REFERENCE NUMBER 


& MFR CODE 


FUNCTIONAL GROUP - 70 


1940172 


ZL22 
DW61-1000-22 


(3) 
USABLE 
ON 
DESCRIPTION CODE 


MAINTENANCE SUPPLES 
CONTINUED 
GN GAL 


81349| CORROSION PREVENTIVE,AIRCRAFT.. 
E NE IC BLE ENGINE 


60 
MPOUND-DIP. 
UID,HOT 
R SOLVENT 


IL-L-25567, TYPE 1 
LYETHYLENE BOTTLE 
MOVING COMPOUND.. 
MIL-C-10578, 


= 
x = 5 
осети ту 
огг co 

m 


TU 

(e) 

г 
nx 
= 
929 


М. 
ASKINĠ 

ASE 6 
PT 


CAL 
m 
Ф 
=> 


оор 
rz 
zm 


mw 
=O 
= 
H 
MO 
=D 
=m 


DL 
с 
= 


POSE 


š 


TYPE,FREE.... 


a 
о 
~ 
co 
= 


хо 
с 


ТУРЕ 
SHELLAC 


TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| | 


SECTIONII 


SECTION Il 


(2) 


FEDERAL 
STOCK 
NUMBER REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 70 


8010-29-6158 


8010-297-0593 |1319 


8010-515-2208 | E90Y3 


8010-558-7027 |МС76 


8010-584-2882 
8010-598-5159 


8010-616-9144 


8010-815-2692 


8030-087-8630 


ТМ 55-2810-218-20Р 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


MAINTENANCE SUPPLIES 
SONI ED 
FLAKE,LEMON GRADE.FOR USE 
IN PREPARATION OF VARNISH, 
GE TT- ја Ж ТҮРЕ 1,FORM A, 


RADE A CA 
LACQUER GELLULGSIG DERIVATIVE... 
RESIN TYPE, BLACK, 
FULL 51055 USED ОМ 
ALUMINUM SURFACES, FED 
TT-L K) ,1 GAL CAN 
PRIMER COATING-YELLOW USED AS.. 
A CORROSION- INHIBITING 


AEROS 

PRIMER COATING-YELLOW USED AS.. 
A CORROSION-INHIBITING 

R ON ACFT METAL 


ENAMEL.MIL- 
THINNER, I SYNE C RES 

ENE MED TT-T-306,5 6AL 
ENAMEL- STOLU GRAY LUSTERLESS,... 
FED TT-E-527 
GE R- CELLULOSIC DERIVATIVE... 

YPE,OLIVE FULL GLOSS, 
SED AS ANE 


Ü ERI OR 
PROTECTIVE COATING FOR 
METAL Т TT-L-32.TVPE 2. 


GAL 
ENAMEL- шаһы GULL GR 
А LESS.USED ON METAL 
RTS & SUR CES OVER ZINC 
CAROMAT RIM 
CAMOUFLAGE F 


TT-E-5 
PAINT, HEAT CEA STING 

ALUMINUM COLOR 1300 DEG F 
TEMP RATING FED TT-P-28,1 


AN 
PAINT, HEAT RESISTING-1 GAL СМ 
REMOVER,P AINT-ORGANIC 
SOLV VENT,LIQUID FORM,FED 
TT-R-248,5 GAL PAIL 
ANTISEIZE COMPOUND-CEO 
GRAPHITE 8 PETROLATUM.FOR 
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TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (c) (d) (а) (b) 
FIGURE| ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. №. 


| E 


SECTION II 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER 


8030-209-8005 


8030-244-1297 


8030-244-1298 


8030-247-2525 


8030-252-3391 


8030-530-5234 


8030-597-5357 


8030-721-9380 


8030-983-3976 
8040-262-9011 


8040-290-4301 


ТМ 55-2810-218-20P 


REFERENCE NUMBER 


& MFR CODE 


FUNCTIONAL GROUP - 70 


FORMULANO!1 


1756371 


RECTORSEAL15 


FELPROC5 


(3) 
USABLE 
ON 


DESCRIPTION CODE 


MAINTENANCE SUPPLIES 
CONTINUED 
USE ON AĊET ENGINE SPARK 

PLUGS,MIL-T-5544,1 LB САМ 
81348| ANTISEIŻE COMPOUND-WHITE LEAD... 
BASE W/ASPHALT, QRAPHITE, 
LUBRICATIN G OIL & 
PETROLATUM,350 DEG Е MAX 
TEMP RATING FOR PRESSURE UP 
TO 150 PSI USEF FORT 
FITTINGS ON STEAM A "WAR ` 
D TT- А EN 1/2 PT CM 
CORĦOSION PREVE 
COMPOUND-0. 002 IN.THK SOFT 
FILM,FOR COLD AP 
MIL-Ċ-16173, GRADE 2/1 


GALCA 
CORROSION PREVENTIVE 
POUND-0.002 IN.THK,SOFT 
OLD APPL, 


PASTE FORM. USE TO SEAL THD 
8 GASKETS,MIL-S-45180TYPE 
1.8 OZ TUBE 

SEALING COMPOUND-PASTE FORM 
PLIABLE,GREASE,HYDROCARBON# 
© Ze WATER RESISTANT,B OZ 

ANTISEIZE COMPOUND-160 DEG F...... 
MAX TEMP RATING,FOR HIGH A 
LOW PHESS RE OXYGEN 


LOCQICGRQ60ZSPRAYCN 
05972 


SRG792 


Q76072-3 


91488 
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TM55-2810-218-20P 


(6) (7) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| E 


SECTION II 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 70 


8040-691-1322 | А6 


9140-242-6748 


9150-082-2449 


9150-223-4003 


9150-223-4129 


9150-223-4130 


9150-223-4134 


9150-235-9072 


9150-250-0926 | 14Р1 
ТМ 55-2810-218-20Р 


(9) 
USABLE 
ON 


DESCRIPTION CODE 


MAINTENANCE SUPPLIES 
CONTINUED 
BASE, NEOPHENE LIQUID FORM, 
OIL 8 RESIST 
MIL- Å 5092 


M R B 
LIQUID M,W/SEPARATE 
CATALYST. ED МММ-А-13 ‚ТУРЕ 
2,1 РТ САМ ВАЗВ,2 OZ 
BOTTLE GE АСЕМТ 
ЕО A USED A 


GAL CAN 
LUBRICATING Е 
PISTON ENGI 
БЕР ӘД 
АС 
TROLEUM OIL... 
CORROSION, 
4 


EAR-MINERAL....... 
ES.ANTIFOAM & 
N RESISTANT. 
RADE M.1 GÅL 


CAN 
HYDRAULIC FLUID, PETROLEUM 
BASE-ANTIWEA RCORROSION t 
OXIDATION RESISTAN 
DÉSIGNE SYNTHETIC 
RUBBER SEAL USED IN RECOIL 
MECHANISMS,MIL-H-5606, 1 
GAL CAN 
LUBRICATING OIL,GENERAL 
PURPOSE-MINERAL OIL BASE, 
ANTIFOAM RESISTANT. 
Шан 15016. 55 GAL DRUM. 
PETROLATUM,TECHNICAL-USE AS A... 
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TM55-2810-218-20P 


(6) (7) 
15 DAV ORGANIZATIONAL 
MAINTENANCE ALW ILLUSTRATION 


(a) (b) (c) (d) (a) (b) 
FIGURE | ITEM 
1-5 | 6-20 | 21-50 |51-100 | NO. NO. 


| all 


SECTION Il 


SECTION Il 
(2) 


FEDERAL 
STOCK 
NUMBER REFERENCE NUMBER 
& MFR CODE 


FUNCTIONAL GROUP - 70 


9150-252-6383 |WS491 


9150-257-5360 


9150-257-5361 |М$35900-85 


9150-263-3490 


9150-616-9020 


9150-782-2627 


9150-985-7099 


ТМ 55-2810-218-20P 


(3) 
USABLE 
ON 
DESCRIPTION CODE 


MAINTENANCE SUPPLIES 
CONTINUED 
LIGHT GRADE LUBRICATING 
GREASE,FED VV-P-236.1 LB CN 
HYDRAULIC FLUID,PETROLEUM 
BASE-ANTIWEAR,CORROSION t 
OXIDATION RESISTANT,RED, 
DESIGNED FOR SYNTHETIC 
RUBBER SEAL,USED IN RECOIL 
MEGHANISMS. 
MIL-H-5606,1 QT CAN 
GREASE,PLUG VALVE-VEGETABLE 
OR SVNTHETIC OIL,GELLING 
AGENT,ALCOHOL,CORROSION. 
GASOLINE,FUEL, PETROLEUM 
SOLVENTS & WATER RESISTANT. 
MIL-G-6032, TYPE 1,1 LB CAN 
GREASE.AIRCRAFT-MINERAL 
AND/OR SYNTHETIC OIL & 
GELLING AGENT.CORROSION, 
OXIOATION E WATER 
RESISTANT,USE IN 
ANTIFRICTION BEARINGS.GEAR 
BOXES & PLAIN BEARINGS IN 
TEMP MINUS 40 TO PLUS 250 
DEG F AS REQUIRED. 
MIL-G-7711,1 LB CAN 
LUBRICATING OIL, GENERAL 
PURPOSE-CORROSION a 
OXIDATION RESISTANT, 
MIL-L-78T0.1 QT CAN 
GREASE,AIRCRAFT-LOW TEMP 
LIQUID LUBRICANT & A 
GELLING AGENT, CORROSION. 
OXIDATION,WATER & LOW 
EVAPORATION RESISTANT,MINUS 
65 TO PLUS 160 DEG F 
EFFICIENT TEMP RANGE, 
MIL-G-25537,1 LB CAN 
LUBRICATING OIL.AIRCARFT 
TURBINE ENGINE,SYNTHETIC 
ANTIFOAM,CORROSION & 
OXIDATING RESISTANT, 
MIL-L-007808,1 QT CAN 


LUBRICATING OIL,AIRCRAFT 
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TM55-2810-218-20P 


(6) 
15 DAY ORGANIZATIONAL 
MAINTENANCE ALW 


ILLUSTR 
(a) (b) (c) (d) 
1-5 | 6-20 |21-50 |51-100 


SECTION H 


SECTION Il TM55-2810-218-20P 


(2) (3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
FEDERAL ON MAINTENANCE AW ILLUSTRATION 


STOCK DESCRIPTION CODE | O (b) (c) 
NUMBER REFERENCE NUMBER Ed ЕН 
% MER CODE 1-5 | 6-20 | 21-50 |51- ЖЕ 


FUNCTIONAL GROUP - 70 MAINTENANCE SUPPLIES 
CONTINUED MSUP 
TURBOSHAFT ENGINE 
SYNTHETIC,ANTIFOAM 
ANTIWEAR,CORROSION & 
OXIDATION RESISTANT, 
MIL-L-23699,1 QT CAN 
9150-985-7245 81349| GREASE,AIRCRAFT AND 12345 
INSTRUMENT-LOW TEMP LIQUID 
LUBRICANT & A GELLING AGENT 
W/EXTRENE PRESSURE 
ADDITIVE,MINUS 65 TO PLUS 
250 DEG F EFFICIENT TEMP 
RANGE.300 DEG F MAX 
OPERATING TEMP,ENVIRONMENT 
RESISTANT,MIL-G-23827,8 OZ 
ТУВЕ 
9150-985-7246 81349) GREASE,AIRCRAFT AND 12345 
INSTRUMENT-LOW TEMP LIQUID 
LUBRICANT & A GELLING AGENT 
W/EXTREME PRESSURE 
ADDITIVE,MINUS 65 TO PLUS 
250 DEG F EFFICIENT TEMP 
RANGE,300 DEG F MAX 
OPERATING TEMP,ENVIRONMENT 
RESISTANT,MIL-G-2382T,1 LB 
CAN 


TM 55-2810-218-20P SECTION II 
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SECTION III 
(2) 


FEDERAL 
STOCK 
NUMBER REFERENCE NUMBER 
& MFR CODE 


TM55-2810-218-20P 


(3) (6) (7) 
USABLE 15 DAY ORGANIZATIONAL 
ON MAINTENANCE Ам ILLUSTRATION 


DESCRIPTION (e) (b) (c) 
Ed ЕН 
1-5 6-20 | 21-50 |51- ЖЕ 


FUNCTIONAL GROUP - 40 ENGINE TOOLS 
Figures E1 thru E7 not applicable 
5120-474-1957 |64914 80254| TOOL,REMOVE FUEL INJECTOR 
FILTER,W/T HANDLE, 1/2 IN. 
DIA,4 IN.LG,SHAFT,5/8 IN. 
DIA,8-3/4 IN.LG,BIT,1/8 IN. 
THK,5/8 IN.LG,1-1/8 IN.H, 
9 IN.O/A LG 
Figuref E8 not illustrated 
Figures E9 thru E20 not applicable 


TM 55-2810-218-20P 


SECTION III 
50 


SECTION IV TM55-2810-218-20P SECTION IV 


STOCK FIGURE ITEM STOCK FIGURE ITEM 
NUMBER NUMBER NUMBER NUMBER NUMBER NUMBER 


1560-589-4094 2810-980-0318 
1560-624-5054 2810-988-3670 
1560-624-5054 2915-314-9488 
2810-037-4704 2915-448-0172 
2810-066-4031 2915-448-7081 
2810-070-7842 2915-858-5563 
2810-203-4286 2915-860-9462 
2810-306-6284 2915-888-9515 
2810-306-6284 2915-953-9589 
2810-307-6986 2915-967-7676 
2810-310-9107 2915-978-4372 
2810-386-4453 2915-978-4373 
2810-386-4454 2925-056-7054 
2810-386-4455 2925-110-4217 
2810-386-4%56 2925-198-8547 
2810-386-4457 2925-211-4761 
2910-386-4458 2925-293-3996 
2810-386-4459 2925-309-3041 
2810-386-4470 2925-386-8745 
2810-396-3985 2925-406-9087 
2810-39t,-3992 2925-408-2669 
2810-396-3992 2925-408-2669 
2810-396-3993 2925-451-2935 
2810-448-6542 2925-475-1937 
2810-505-9106 2925-533-6220 
2810-505-9110 2925-554-5457 
2810-505-9110 2925-554-6473 
2810-505-9119 2925-580-4931 
2810-505-9119 2925-585-4024 
2810-505-9125 2925-600-0965 
2810-505-9126 2925-602-0566 
2810-509-5904 2925-653-4398 
2810-523-3157 2925-684-2361 
2810-523-3160 2925-711-9411 
2810-523-3163 2925-734-9352 
2810-523-3180 2925-734-9380 
2810-523-3194 2925-781-0892 
2810-527-7967 2925-816-0737 
2810-533-5115 2925-973-2458 
2810-533-5116 2925-986-7082 
2810-544-2659 2925-986-7084 
2810-545-4933 2925-986-7085 
2810-589-8986 2925-986-7113 
2810-589-3992 2945-069-7327 
2810-593-4180 2945-886-1782 
2810-613-0307 2995-010-5485 
2810-613-0325 2995-237-5653 
2810-627-8167 4020-202-1924 
2810-653-5960 4720-278-1096 
2810-703-1677 4720-710-9383 
2810-703-1677 4720-756-9188 
2810-730-2674 4720-857-1729 
2810-772-3428 4730-049-5119 
2810-790-8071 4730-203-4687 
2810-790-8071 4730-277-6352 
2810-802-8204 4730-278-2767 
2810-802-8207 4730-278-3462 
2810-802-8209 4730-278-3462 
2810-866-6823 4730-278-3462 
2810-909-2598 4730-278-4328 
2810-915-5898 4730-278-9095 
2810-966-4618 4730-278-9097 
2810-979-7542 4730-278-9102 
2810-979-7543 4730-287-1876 
2810-979-7570 4730-540-2236 
2810-979-8927 4730-540-2236 
2810-979-8978 4730-540-2236 
2810-979-8929 4730-540-2236 
2810-980-0303 4730-683-8998 
2810-980-0303 4730-982-7427 
2810-980-0317 5120-474-1957 
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SECTION IV TM55-2810-218-20P SECTION IV 


STOCK FIGURE ITEM STOCK FIGURE ITEM 
NUMBER NUMBER NUMBER NUMBER NUMBER NUMBER 


5305-069-9597 5310-261-8278 
5305-145-6971 5310-262-4633 
5305-145-7017 5 5310-262-4853 
5305-145-7023 5310-285-2177 
5305-150-9211 5310-285-8447 
5305-150-9212 5310-407-9566 
5305-622-9483 5310-407-9566 
5305-889-3000 5310-515-8058 
5305-889-3000 5310-543-2410 
5305-934-8477 5310-550-1130 
5305-938-2183 5310-550-1130 
5305-983-8101 5310-550-1130 
5305-989-7434 5310-550-1130 
5305-989-7434 5310-550-1130 
5305-989-7434 5310-550-1130 
5305-990-6444 5310-580-3830 
5305-990-6444 5310-637-9541 
5306-182-2005 5310-637-9541 
5306-182-2005 5310-637-9541 
5306-285-5506 5310-771-7196 
5306-514-7641 5310-857-4960 
5306-629-4657 5310-860-9516 
5306-639-4446 5310-860-9517 
5306-639-4446 5310-877-5797 
5307-012-9304 5310-877-5797 
5307-298-2993 5310-926-1852 
5307-514-9398 5310-934-9747 
5307-576-6678 5310-934-9757 
5310-026-8506 5310-950-0039 
5310-045-3299 5310-982-4908 
5310-062-8417 5310-982-5064 
5310-081-8087 5310-985-4185 
5310-081-8087 5315-014-2953 
5310-141-1795 5315-054-2065 
5310-141-1795 5315-059-0491 
5310-141-1795 5315-234-1856 
5310-141-1795 5315-234-1864 
5310-141-1795 5325-116-4131 
5310-141-1795 5325-171-8631 
5310-141-1795 5325-290-6163 
5310-141-1795 5330-023-76Z3 
5310-141-1795 5330-023-7623 
5310-148-8818 5330-298-6201 
5310-148-8818 5330-514-3289 
5310-167-0667 5330-514-3289 
5310-167-0721 5330-514-4878 
5310-167-0765 5330-514-4878 
5310-167-0816 5330-514-4882 
5310-167-0816 5330-514-4883 
5310-167-0820 5330-527-6002 
5310-167-0820 5330-527-9242 
5310-167-0870 5330-582-2133 
5310-167-0821 5330-584-9080 
5310-167-0821 5330-599-6494 
5310-167-0835 5330-641-7161 
5310-167-1285 5330-663-6326 
5310-167-1286 5330-716-8504 
5310-167-1276 5330-752-8605 
5310-167-1343 5330-752-8605 
5310-167-1344 5330-752-8605 
5310-167-1344 5330-815-9489 
5310-167-1344 5330-883-8230 
5310-167-1344 5340-111-3809 
5310-167-1344 5340-111-3839 
5310-167-1344 5340-111-3840 
5310-167-1344 5340-111-7442 
5310-167-1345 5340-113-3867 
5310-167-1345 5340-113-6231 
5310-209-0786 5340-115-1299 
5310-209-1218 5340-143-0590 
5310-209-6809 5340-144-6094 
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SECTION IV TM55-2810-218-20P SECTION IV 


STOCK FIGURE ITEM STOCK FIGURE ITEM 
NUMBER NUMBER NUMBER NUMBER NUMBER NUMBER 


5340-193-2662 8010-141-6081 
5340-205-6990 8010-290-6158 
5340-290-4681 8010-297-0593 
5340-533-3512 8010-515-2208 
5340-533-3514 8010-558-7027 
5340-533-3514 8010-584-2882 
5340-533-3600 8010-598-5159 
5340-533-3618 8010-616-9144 
5340-664-6490 8010-815-2692 
5340-911-0667 8010-831-5934 
5340-912-476i 8010-943-7126 
5340-914-0521 8030-087-8630 
5340-914-0522 8030-209-8005 
5340-990-9298 8030-244-1297 
5350-050-1094 8030-244-1298 
5350-161-9715 8030-247-2525 
5350-192-5049 8030-252-3391 
5350-192-5050 8030-530-5234 
5350-193-1341 8030-530-6375 
5350-221-0872 8030-597-5367 
5350-224-7205 8030-721-9380 
5350-224-7215 8030-980-3976 
5350-246-0330 8040-262-9011 
5350-271-5950 8040-290-4301 
5350-286-485: 8040-691-1322 
5350-721-8117 8135-282-0565 
5360-182-3932 8135-634-2946 
5365-324-1457 9140-242-6748 
5365-541-6676 9150-082-2449 
5365-541-6676 9150-223-4003 
5970-284-8410 9150-223-4129 
5970-644-3167 9150-223-4130 
5970-681-0312 9150-223-4134 
5975-296-3337 9150-235-9072 
5975-296-3337 9150-250-0926 
5975-538-4758 9150-252-6383 
5999-533-6264 9150-257-5360 
6145-835-7109 9150-257-5361 
6685-526-8415 9150-263-3490 
6810-184-4796 9150-616-9020 
6810-222-9643 9150-782-2627 
6810-223-9067 
6810-237-2918 9150-985-7099 
6810-238-8119 9150-985-7245 
6810-244-0290 9150-985-7246 
6810-264-6548 9505-242-7527 
6810-264-6715 9505-293-4208 
6810-281-2002 9505-596-5101 
6810-543-4041 9505-640-4290 
6810-664-0387 9525-878-2958 
6810-855-6160 
6850-264-6571 
6850-264-6572 
6850-264-9037 
6850-264-9038 
6850-274-4169 
6850-281-2031 
6850-543-7801 
6850-597-7166 
6850-621-1819 
6850-621-1820 
6850-854-7952 
6850-880-7616 
6850-935-0995 
6850-962-9793 
7510-663-0196 
7510-948-9543 
7920-823-9772 
7930-267-5588 
7930-634-5340 
7930-985-6911 
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SECTION IV TM55-2810-218-20P SECTION IV 


REFERENCE MFG FIG ITEM REFERENCE MFG FIG ITEM 
NUMBER CODE |МОМБЕН | NUMBER NUMBER CODE |NUMBER | NUMBER 
12 5 27 22 


AN10116 EL11L-30-1 
AN3H14A E134R-14-10 
AN3H14A E4240 
AN310-4 E4254 
AN3i0-5 E4313 
AN310-5 EO0Y3 
AN3104-1 FELOPOC5 
AN315-3R FORMULANO!1 
AN315-4R HC100 
AN315-4R KD2-110 
AN315-4R LOCOIOGRQ6OZSPRAYCN 
AN3i5-4R MC76 
AN315-4R NOLVKOTETVPEZ 
AN315-4R MS17840-1 
AN315-4R MS20995C32 
AN315-5R MS20999-1 
AN315-5R MS2104483 
AN320-3 MS21044D4 
AN4022-L MS21044N06 
AN4032-1 MS21044N06 
AN4047-1 MS21044N3 
AN4060-1 MS21044N3 
AN501-10-7 MS21044N6 
AN502-10-10 MS21045-6 
AN503-10-14 MS21083N6 
AN503-10-8 MS21267-2 
AN503-8-6 MS21267-5 
AN6227-14 MS24665-155 
AN737RM24 MS24665-302 
AN737RM26 MS24665-372 
AN737RM74 MS24680-72 
AN780PZ MS27215-2 
AN795-2 MS28775-011 
AN840-6 MS35206-230 
AN900-28 MS35206-230 
AN932-1 MS35207-261 
AN932-2 MS35207-261 
AN932-2 MS35207-263 
AN932-2 MS35207-263 
AN960-416 MS35207-263 
AN960-416 MS35265-81 
AN960-416 M535333-40 
AN960-416 MS35333-40 
AN960-416 MS35333-40 
AN960-416 MS35333-40 
AN960-416 MS535333-40 
AN960-416 MS53533-40 
AN960-416 MS35333-41 
AN960-416 MS35335-33 
AN960-516 MS35337-44 
AN9b0-516 MS535338-100 
AN960-516 MS35338-40 
AN960-6 MS35338-42 
AN960-6 MS35338-45 
AN960-616 MS35338-45 
AN960-616 MS35338-46 
MS35338-46 
MS35338-46 
MS35489-1 
MS35649-262 
MS35649-282 
DW61-1000-22 MS35769-11 
EAB700-12 MS35769-15 
EA8700-14 MS35769-15 
EAB700-5 MS35769-15 
EAB700-7 MS35769-21 
EAB700-7 MS35769-21 
EAB70003 MS35900-85 
E1064-10-1 MS36047-5 
E1124-84-10P MS8000E280A 
E1124-85-10P MS9134-01 


SECTION IV TM55-2810-218-20P SECTION IV 


REFERENCE FIG ITEM REFERENCE MFG FIG ITEM 
NUMBER GODE NUMBER | NUMBER NUMBER CODE |NUMBER | NUMBER 


MS9134-01 10-620632-48 77820 

MS9135-01 10-620632-72 77820 

MS9226-03 10-76232 77820 

MX1034U 10-78916 77820 

МА5В15-16А 10-79019Ү 77820 

МА5В85-4А 10-88517-186 77820 

РН26 118670 77445 
87187 

Р13680 14Р1 

076072-3 80254 

RB4BSS 80254 

RECTORSEAL15 1756371 80064 

REM38P 1756653 80064 

REM403 1940172 80064 

SH20A 2WI-41-30-32 43999 

SRGT92 2810U8-041-5 81996 

SR83P 31D14P003 

SR87 31D14P012 80254 

STD1215 31D14P07 80254 

5101215 31015Р007 80254 

STD701753 31D16P003 80254 

S70178 31016P007 80254 

STD1821 31016P012 8025413 

5701843 360 76381 

STD:846 365533 06848 

T70D1855 9 3702-5MS 81349 

Sr01925 391624-20 06848 

STD251 391849 06848 

STD7063 4030 77247 

ST0918 4116SIZE06X75 76381 

V3900-04 440-16-8 00502 

WS49: 471-11NCH 76381 

ZL22 4720EG002-3C0060 81996 

10-102092 4720EG002-4C0050 

10-157108Ү 50-910179-95 

10-157196 539798 

10-163011 60430 

10-163022 60430 

10-29774 80254 

10-320167-1 61503 

10-|20172 61581-1 

10-320232 61581-10 

10-320283 61581-14 

10-320298-3 61581-15А 

10-320300-2 61581-16 

10-320396 61581-2 

10-320405-3 61581-3 

10-320411 61581-4 

10-320416-2 61581-5 

10-320476-1 61581-9 

10-320502-1 62224 

10-320546 62922 

10-320610-113 62924 

10-320610-114 64914 80254E8 

10-320610-115 65074 8025420 

10-320610-115 65614 80254 

10-320610-126 662 8025423 

10-320610-130 662 80254 

10-320610-34 66216 80254 

10-320610-36 66728 80254 

10-320610-55 66731 80254 

10-320610-56 66732 80254 

10-320610-67 6718 80254 

10-320610-70 67112 80254 

10-35936-6 67112 80254 

10-52306 67113 80254 

10-52350-22 67144 80254 

10-52350-23 67193 80254 

10-52936 67633 80254 

10-59439 67746 80254 

10-620405-3 67787 80254 
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SECTION IV TM55-2810-218-20P SECTION IV 


REFERENCE MFG FIG ITEM REFERENCE MFG FIG ITEM 
NUMBER CODE |МОМБЕН | NUMBER NUMBER CODE |NUMBER | NUMBER 
23 16 23 8 


72785 
72839 
73119 
73229 
73230 
73346 
73434 
73435 
7-".36 
73946 
74410 
74437 
7:-99 
74603 
78075 
78290 
79051 
801032 
8790670-1 
8790672 
9060184 


w U. $. GOVERNMENT PRINTING OFFICE: 1978 - 268-304/727 
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RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS 


SOMETHING WRONG WITH PUBLICATION 


FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) 


THEN. „ОТ DOWN THE 
DOPE ABOUT IT ON THIS FORM. 
CAREFULLY TEAR IT QUT, FOLD IT 


— 


IN THIS SPACE, TELL WHAT I$ WRONG 


TAR ALONG FRRFORATED LINE 


AND WHAT SHOULD BE DONE ABOUT IT. 


PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER SIGN HERE 


DA £O 2028 2 PREVIOUS EDITIONS P.S.--IF YOUR OUTFIT WANTS TO KNOW ABOUT YOUR 


JUL 79 ARE OBSOLETE. RECOMMENDATION MAKE A CARBON COPY OF THIS 


AND GIVE IT TO YOUR HEADQUARTERS. 


THE METRIC SYSTEM AND EQUIVALENTS 


Linear Measure Square measure 
1 sq. centimeter = 100 sq. millimeters =.155 sq. in. 
1 sq. decimeter = 100 sq. centimeters = 15.5 inches 
1 sq. meter (centare) = 100 sq. decimeters = 10.76 feet 
1 dekameter = 10 meters = 32.8 feet 1 sq. dekameter (are) = 100 sq. meters = 1.076.4 sq. ft. 
1 hectometer = 10 dekameters = 328.08 feet 1 sq. hectometer (hectare) = 100 sq. dekameters = 2.47 
1 kilometer = 10 hectometers = 3.2808.8 feet acres 

1 sq. kilometer = 100 hectometers = .386 sq. miles 


1 centimeter = 10 millimeters = .39 inch 
1 decimeter = 10 centimeters = 3.94 inches 
1 meter = 10 decimeters = 39.37 inches 


Weights 
Liquid Measure 
1 centigram = 10 milligrams = .15 grain 


1 decigram = 10 centigrams = 1.54 grains 
1 gram = 10 decigram = .035 ounce 

1 dekagram = 10 grams = .35 ounce 

1 hectogram = 10 dekagrams = 3.52 ounces 
1 kilogram = 10 hectograms = 2.2 pounds 
1 quintal = 100 kilograms = 220.46 pounds 
1 metric ton = 10 qumtals = 1.1 short tons 


Cubic Measure 


1 dekaliter = 10 liters = 2.64 gallons 

1 hectoliter = 10 dekaliters = 26.42 gallons 
1 kilohter = 10 hectoliters = 264.18 gallons 
1 Шег = 10 deciliters = 33.81 fl. ounces 

1 centiliter = 10 milliliters = .34 fl. ounce 
1 deciliter = 10 centiliters = 3 38 Я. ounces 
1 metnc ton = 10 quintals = 1.1 short tons 


1 cu. centimeter = 1000 cu. millimeters = .06 cu. inch 
1 cu. decimeter = 1000 cu. centimeters = 61.02 cu in. 
1 cu. meter = 1000 cu. decimeters = 35.31 cu. feet 


Approximate Conversion Factors 


To change To Multiply by To change To Multiply by 
inches centimeters 2.540 ounce inches newton-meters .0070062 
feet meters .305 centimeters inches .394 
yards meters .914 meters feet 3.280 
nules kilometers 1.609 meters yards 1.094 

sq. inches sq. centimeters 6.451 kilometers miles .621 

sq. feet sq. meters .093 sq. centimeters sq. inches .155 

sq. yards sq. meters .836 sq. meters sq. yards 10.764 

sq. miles sq. kilometers 2.590 sq. kilometers 54. miles 1.196 
acres sq. hectometers .405 sq. hectometers acres 2.471 
cubic feet cubic meters .028 cubic meters cubic feet 35.315 
cubic yards cubic meters .165 milliliters fluid ounces .034 
fluid ounces milliliters 29.573 hters pints 2.113 
pints hters .472 hters quarts 1.057 
quarts liters .946 grams ounces .035 
gallons liters 3.785 kilograms pounds 2.205 
ounces grams 28.349 metnc tons short tons 1.102 
pounds kilograms .454 pound-feet newton-meters 1.356 
short tons metric tons .907 

pound inches newton-meters 11296 


°F Fahrenheit temperature 


Temperature (Exact) 


5/9 ( after subtracting 32) 


Celsius Temperature °C 


TM 55-2810-218-20P REPAIR PARTS AND SPECIAL TOOLS LIST ENGINE, AIRCRAFT, 
RECIPROCATING (LYCOMING) 1972 


PIN NUMBER: 021196-000 


